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' COMB 1 NED APPROVAL ACTION 

OATE 

5 May 1977 le 

T0: £ ^/CH 

FROM: Chief, Cl/R&A/CB 

Room 2 B 16 Hqa. 

L 0 

SUBJECT: sCHMIDT, Lajos (Dr.) 


pe of Acti on: 
Cl POA 


1 ___X I Subject's POA is extended until 5 August 1977 as requested 

in your return Speed Letter dated 4 May 1977. 

Please aubmit PRQ Part I and PRQ II. 


♦Liaison - A eecurity determination on the reliability of Subject aa a propoaed 
őrig inai reclplent of classified inf ormát ion has been made in accordance with 
CSI 60-10. A Security and Reliability Determination (SRD) is nőt an approval 
fór operational uae of Subject as an agent bút a determination that no derog- 
atory Information is available that would preclude the exchange of information 
vith Subject within the reatrictions of applicable CIA regulations. 

**A Covert Name Check (CNC) is the reault of internál name tracing and appropriate 
National Agency Checks (NAC’s) and is nőt an approval fór operational uae. 
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B. Name trace actlons relating to the above were conducted with the folloving 
results. (X NE GÁTI VE; P POSTIIVE) 
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